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operation of the engine, but also that of the producer. In running
under light load the throttling device allows only a small amount
of gas to enter the cylinder and the suction on the producer is light.
When the load increases, however, the throttling is less marked and
a greater amount of air is allowed to rush through the producer,
effecting the generation of an increased supply of gas to meet the
demands made by the engine. The general construction of a Koert-
ing producer of the suction type is shown in Fig. 45. The plant

FIG. 46.   SECTIONAL VIEW OF SUCTION PRODUCER.
consists essentially of a generator or producer, an evaporator, a
scrubber or purifier, and a sawdust purifier.
Fig. 46 shows the sectional view of a generator and scrubber.
Generator.    The generator is a vertical steel shell, cylindrical in